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i)". So!m Jjatt:'.mor, LU’ology 
dollcgG of iliyaicians and Surgeons 
Ooluj:iljia '-University 
650 i;. 160 St., 
j-fexi York, iiT 10032 

i)e."r Dr. ■'■'attjjaer, 

I taJc- it frou youi’ S/28 mailing of your Gonna]/y lapel article, for wliich I thr-nlc 
you, tli:i.i; yc'U. tli;'. not afi^r all^^t^llace llilam's article on y<?u and tlio 't'hoplaurn posi- 
tion. You did not iridiAe tliat you asked hii.i for a copy and he has not indicated that 

A 

to me. (/Uid I apologize for my typing, uhich cannot be any better.) 

d have a fei; questions. You refer to the bullet going baclctrard into Connally's tliigh 
but u'ltii^.ll your enpei’imonts you cite no evidence tlitt it diid. Dr. Perry told me the hole 
Was i:U'.ch too tiny for it to liave bean made by a bullet and that it .was caused by a frag- 
ment. And tliat, it would seem to rae, clianges evexytliisg. 

I do not see anythei'c in your article tliat the lapel on Connally' s jackibt liad a 
bullothol.c in it. Would not tliat be necessary? Nor do I see in your article any statei^ant 
that yn>u \;erc faitiiful to the angle of the single-bullet theory, I do see tliat instead 
you liad the wris t mockup stinght in front of the lapel. But doosjtnot that negate the thigh 
wound ooi:iing from it in your mockup? I also do not see any explanation for Connally's^ 
delayed facial reaction to being liit at 223. That comes later, 

-on Say 393 was flatten !■«}, Hot when t held it in my hands. 

iou refer to tec President's sliirt collar damage without describing it, saying tliat 
lie "sliirt collar flopped briefly, "There are no bullet holes in the sli^rt collar. The two 
slit:', do not coincide witli each other and are not the same length. They also do not cpin- 
oidee with the tiny slit in the loiot of the tie, wlilch you do not i^ention. Is tliat not 
r nilly a, remarJ cable bullet tliat can go tliroU;gh a sliirt collar wtMioui making a bullet 
liole? The face is those damages were caused by a scalpel in a n^-ifee's liand, as Dr, 

Car ■! o both c, plained and demonstrated to me. It is, as you should laiow, the noi’inal 
procc' ■ uro , as both nui'ses testified to the Commission, Carrico, the only doctor to see 
t : clothed frosltient before the nurses started cutting liis clothing off^ twice testified 
to tiio 'iari'on Commission tliat the hole in the frort^of the ^’resident's neck was above the 
collar, not .tlrough it. And ho .aAso Icnew of all doctors. 

Perliapc elsewhere you justify stating that the first shot was fired at Z160 hut you 
do not in tliis article. Nor do you explain how that bullet could have gotten down to where 
it cause the slighi wound Jim Tague suffered if fired at 160, 


I do look forward to your explanations of the foregoing. 




sinpere^-y 
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Haii’old Weisberg 



